


MOULDED FILLER NO. 350 

Widths, 9, 12, 15, 18, 21. 24 inches. Length, 96 inches. 

Per 100 sq.ft #8.00 

PLAIN STIPPLED FILLER NO. 153 
Like No. 650 or No. 350 but without mould. 

Widths, 9, 12, 15, 18, 21, 24 inches. Length, 96 inches. 

Per 100 sq. ft #8.00 

Stock size all field and wall plates except No. 152. 24x96 inches. 


BOSTON METAL CEILING &. MFG. CO. 


“New England's First Complete Metal Ceiling Manufacturing Plant ” 

Factory and Offices: MASSACHUSETTS AVE. and VASSAR ST., CAMBRIDGE, MASS. 

Adjoining Massachusetts Institute of Technology 

Phone TROwbridge 5331-5332 


MOULDED FILLER NO. 650 

Widths, 9, 12, 15, 18, 21, 24 inches. Length, 96 inches. 


Per 100 sq. ft. . #8.00 

Mitered Comers furnished when specially ordered. 

Inside Corners, No. 649 — 12x12, 18x18, 24x24 inches. 

Outside Corners, No. 651 — 24x24 inches. 

Per 100 sq. ft #8.50 


FILLER BORDER NO. 150 

Widths, 9, 12, 15, 18, 21, 24 inches. Length, 96 inches. 

Per 100 sq. ft. #8.00 





Easily cleaned with soap and water without injury to the metal 



STUCC© CEILING OR WALL PLATE 
NO. 152 

Size 3014x120 inches 

Per 100 sq. ft $8.00 



WALL PLATE NO. 500 
Per 100 sq. ft 


$ 8.00 


Easy to Apply, Rigid in 




Construction and Neat in Appearance 


3 INCH TILE PLATE NO. 503 
Per 100 sq. ft 


. $8-50 


WALL PLATE NO. 512 
Per 100 sq. ft 


$ 8.00 


Protection against fire, water, dust, vermin and rodents 




METAL 



REG. U.S. PAT. OFF. 


CEILINGS 


METAL 





CEILINGS 


Never discolor, peel or crack and fall off like plaster 



12 INCH MULTIPLE PLATE NO. Ill 
Per 100 sq. ft $8.00 


12 INCH MULTIPLE PLATE NO. 613 
Per 100 sq. ft $ 8.00 


Do not warp, shrink or burn like wood or fibre boards 














12 INCH MULTIPLE PLATE NO. 610 
Per 100 sq. ft $8.00 


24 INCH MULTIPLE PLATE NO. 600 
Per 100 sq. ft $8.00 


Can be decorated at small expense in the most delicate tints 
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CEILINGS 



24 INCH MULTIPLE PLATE NO. 100 
Per 100 sq. ft #8.00 


24 INCH MULTIPLE PANEL NO. 601 
Per 100 sq. ft #8.00 


Permanent — Rich in Beauty — yet moderate in cost 



24 INCH MULTIPLE PLATE NO. 104 
Per 100 sq. ft #8.00 


24 INCH MULTIPLE PANEL NO. 301 
Per 100 sq. ft 


Applied without removing the old plaster — avoiding dirt and annoyance 


#9.00 







BOSTON METAL CEILING & MFG. CO. 

“New England’s First Complete Metal Ceiling Manufacturing Plant” 
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CORNICE NO. 205 

Depth, 3 inches. Projection, 3 inches. Length, 96 inches. Per 100 lin. ft £5.00 

Miters not made for this cornice. 



CORNICE NO. 202 

Depth, 4 inches. Projection, 4 inches. Length, 96 inches. Per 100 lin. ft £7.50 

Inside Miters No. 203 and Outside Miters No. 204, each .35 



CORNICE NO. 399 

Depth, 6 inches. Projection, 6 inches. Length, 96 inches. Per 100 lin. ft. £11.00 

Inside Miters No. 400 and Outside Miters No. 401, each .40 



CORNICE NO. 396 

Depth, 9 inches. Projection, 9 inches. Length, 96 inches. Per 100 lin. ft. £14.00 

Inside Miters No. 397 and Outside Miters No. 398, each .60 


All gross prices in this booklet are subject to liberal dealers’ discounts 



METAL 



CEILINGS 


METAL 



CEILINGS 


Unexcelled for application over cracked or falling plaster 




6 INCH MULTIPLE PLATE NO. 120 
Per 100 sq. ft $8.00 


6 INCH MULTIPLE PLATE NO. 620 
Per 100 sq. ft $8.00 


Indispensable for kitchens, halls, bath rooms, etc. 




6 INCH MULTIPLE PLATE NO. 622 
Per 100 sq. ft $8.00 


6 INCH MULTIPLE PLATE NO. 621 
Per 100 sq. ft $8.00 


Most desirable for living rooms, dining rooms, sleeping rooms, etc. 





BOSTON METAL CEILING & MFG. CO. 

“New England’s First Complete Metal Ceiling Manufacturing Plant” 

Factory and Offices: MASSACHUSETTS AVE. and VASSAR ST., CAMBRIDGE, MASS. 

Adjoining Massachusetts Institute of Technology 

Phone TROwbridge 5331—5332 
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From the collection of: 
Mike Jackson, FAIA 



PLAIN STIPPLED FILLER NO. 153 — 

Like No. 650 or No. 350 but without mould. 

Widths, 9, 12, 15, 18, 21, 24 inches. Length, 96 inches. 

Per 100 sq.ft £&00 

Stock size all field and wall plates except No. 152. 24x96 inches. 



R. E. GOHO, President 



WILBUR C. TORREY, Vice Pres, and Treas. L. H. JOHNSON, Secretary 
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BOSTON METAL CEILING & MFG. CO. 

Offices and Factory: MASS. AVE. and VASSAR ST., CAMERIDGE, MASS. 

Adjoining Mcssachusctts Institute of Technology 

Phone TROwbridge 5331 


Dealer's Net Price List No. 736. October 1, 1936. 

"BOSCO" GALVANIZED ROOFINGS & SIDINGS 
Based upon shipment within five days direct from our Pittsburgh Mills 

Effective above date, the following special dealers' net prices per 100 sq. 
ft. f.o.b. Pittsburgh, Pa., will apply on your orders, to which should be added 
the below rate of freight per sq. to destination to make delivered prices. 

Terms: Strictly 30 days net or less 1/2% for cash 10 days from date of shipment. 

50 sqs. and over Under 50 sqs. 

FIRST-QUALITY GALVANIZED STEEL #28 Gauge #26 Gauge #28 Gauge #26 Gauge 


2%" Corrugated, 26" wide 


$3.41 

$3.71 

$3.67 

$3.99 

2% n " 27%” " 

1M" " 26" " 


3.47 

3.76 

3.73 

4.05 

2- V Crimp without sticks 

3- V Crimp " " 


3.58 

3.87 

3.84 

4.16 

Pressed Standing Seam no 

cleats. ........ 

3 . 63 

3.93 

3.90 

4.22 

D C L Roll Roofing " 

It 

3.69 

3.98 

3.96 

4.28 

"Suredrane" Non-Syphon 

or Tenneseal 

3.90 

4.25 

4.17 

4.55 

Plain Brick Siding 


3.52 

3.84 

3.80 

4.13 

Rock-Face Brick or Stone 

Siding 

3.64 

3.95 

3.91 

4.24 

Weatherboard Siding .... 


3.80 

4.15 

4.06 

4.45 

For your delivered 

prices at your R 

. R. Station 

, add- 

—cents per 



sq. to above prices on #28 Gauge or cents per sq. to above prices on #26 

Gauge, which includes Emergency Freight Charge now in effect. 

When so ordered we can furnish any of the above in rust-resisting "Bosco" 
Copper Alloy Steel (which we heartily recommend) at but 15 cents per square 
more for #28 Gauge or 17 cents per square more for #26 Gauge. 

All of the above prices are for standard lengths from 5' to 10' inclusive. 
For 11' and 12' lengths add 100 per square. For Wood V Sticks for side laps of 
either style of V-Crimp add 150 per square. For Galvanized Cleats for P. S. S. 
or Roll Roofing add 100 per square. Wood V Sticks and Cleats are only shipped 
when specially ordered. Lead Head Nails (less than keg lots), 15c per lb. 
delivered. 

Galv. Ridge Roll, 10' lengths — Plain or Corrugated Margin, 70; Adjustable 
Ridge Roll, 90 per lin. ft., delivered. 

The above Dealers' Net Prices will apply on all orders for shipment up 
to January 1st, 1937, unless withdrawn before said date. 

Now is the time to place your orders for the Fall roofing business, as 
prices are low and mills are busy. 


Yours truly, 

BOSTON METAL CEILING & MFG. CO. 

ALL AGREEMENTS SUBJECT TO STRIKES. ACCIDENTS. OR CAUSES BEYOND OUR CONTROL 

Prices subject to change without notice. 

Marking our 30th anniversary of business established April 1, 1906 


